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- MP95E 

READ THIS MANUAL FOR BENELLI MP95E 
BEFORE HANDLING YOUR FIREARM 

The MPS5E is a semi-autd malic target, ffiompahtiiQn pislol combining a powerful cartridge. 10 
round magazing 5apacily, &:(cellent design, anstomical ghp, weigtitcomparlmenl: under the 
b^trr-el and sp&dal leaturea for accurate stiooting. 

CAirBEHS: .22 LONG RIFLE,.. L WAD CUTTER 

FINISHES: BLUE OR CHROME 

FOR YOUR SAFETY AND THE SAFETY OF OTHERS, 

this owrfij's namual contains important w^mirfcga and safety procedures wriich must be 
understood BEFORE g^ing this ftrsanm. Read th& entire mar^ual and if you do ncrt understand 
any pari it or the operation of your pistol, stop and prolesaiQnal firearms msfructions. 

Vcu tan gal a copy of this manual Irom European American Armory Ccrp. on request. 

Record the serial nuniber of your' firearm # 

and a descriplion of it: 




Make a copy of this iranual. proof oi purcfiase/safes record for' safekeeping In a secure sate 
or fireprotof container. Such proof ia necessary tf the firearm is stolen or for warranty repair. 



Sp^iticatlojis of the Benelll MP95E Target Pistol 

Trigger - Single Action HoighI - 5-2 intfes Lengrth - I'f.B inches 
Caliber ’ £2 SHORT, 32 WC Width - t .7 inches Waigrit - 35 ounces 

Barrel - 4.33 inches tXagazin& Capacity - 9 (Rimfires)^ 5 (.32 5&W LC} 

WARNING 

**¥OLI RISK INJLIflY OB DEATH BY HANDLING THIS FIREARM" 

bepore handling ■mis pipe arm. read, understand and follow the (NSTRUC- 

TVONS in this manual, ALWAYS KEEP THIS MANUAL WITH THE FIREARM. IF YOU LEND, 
GIVE OR SELL this FIREARM. BE SURE THE MANUAL GOES WITH IT. IF THERE IS 
ANYTHING YOU DO NOT UNDERSTAND, SEEK ADVICE FROM SOW BONE QUAUFIED IN 
SAFE HANDLING OF FIREARMS. 

‘THIS FIREARM IS DESIGNED ONLY FOR TARGET OR COMPETITION AND SHOULD 
ALWAYS BE TRANSPORTED UNLOADED IN ITS CASE, DO NOT USE THIS FIREARM FOR 
CARRY, DUTY OFI DEFENSIVE PURPOSES.* 
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TYPE OF AMMUNITION TO BE USED 

It Is suggested that high querPty Mirim#relally manufactured ammunition ba used in this 
firearm. Other types of aminunition may have feeding pr extracllon problems . Some 
factory ammunftion works better than others and you should slick with that brand you 
find works wall in your sernlautomellc pistol. Auoid mllllajy surplus or hot loadad ammo 
Theuae of reloaded, +P, high pretaurp or hand loaded emmunilion will void (he werranly. 
’The ,82 L,H. pislol requires L.ft, high velocJly arnmunillon lo furtctfon correctly. 



NOTICE 

PISTOLS ARE CLASSIFIED AS FIREARMS OH DANGEROUS WEAPONS and are sold by 
European American Arm ary CcrporaHon with the specific understanding tha1 we are not 
neaponsible in any manner wha,t- so-ever for their safe handling or resale under local laws 
and regulations. 

European American Aimoxy shall not be raspofifilbfe in any manner whatsoever for malfunc- 
tioning gntie firearm, lor physical injury prfor prcpshy damage resulting; in whole or in part 
from inlftrttiofial or negligent discharge, ^2) improper or careless handling, [3) unauthorized 
modilications, (4) delactlva. improper, hand-loaded, or ratoederd arnmunllicn, (5) corrosion 
and/or lack of proper maintenance (6| neglecl, or (7) other influences beyond our direct and 
imTOdiate oontrol. This limitatian applies regardless ot 'whether liabilily \s asserted on the 
basis of crcnlrict, negligBnce or strict liabilily finduidlng ariy failure to warn). Under no 
circumstance shall European American Armory Corporalion be liable tor Inriidental or 
[snsequentlal -damages, such as loss of use of properly, commercial toss and loss ol 
&arning4 pr prpliis. 



SAFETY PROCEDURES 

1 . We reoommend lhat yoij 9 at compelent fi reams jnslfuclicn in safe handJlng UeJore using 

this lirearm. PJ&BBe ask your dealer. AJI guni are ajclrenTely dgn^erous 1C caraleggJy 
handled or used. llemefTibef that the gun us*r is lha pfimary and to dspand □□ 

arty mecfianicaJ creviqaa is to be only half safe. 

2. EVEN WITH THE MAGAZINE REMOVED, THIS 
FIREARM WILL STILL FIRE IF A ROUND <LIVE 
BULLET) IS IN THE CHAMBER AND THE TRIG- 
GER IS PULLED. 

3. DO NOT LOAD THIS PISTOL UWTIL YOU UNDERSTAND THE SAFETY AND HOW 
THIS PISTOL OPERATES. This Benells M^PSBE has a ambidextrous safety lever which 
blocks the hammer when engaged (safety lewr is fotaftad Corward). To fire, lolate Ihe safety 
lever lo the back fHssilion . KEEP this pistol "on eafe" wilh lha sal^ty lever turned torv^ar-d or 
toward ihe barrel art all times, oj<oept at the actual moment of fi ring, to help p roteci against 
accidontal firing end possible injury or death of yoursefl or others. 

4. N EVER tarry this pistol -wah a cartridge Joadad iri the chamber. Remembfir It will elill fire 
with rYD magazine in the fijoarm, {See Loading Instructlorrs), Load dniy tha magazine. We 
jecammand that you keep lha Safety Lever in th# safe position and always make sura the 
chamDer is unloaded unlil you tre ready to fija, 

5 1 NEVER point lliis prstol at anythFng that is not your int-endad target even If tills p-iSIOt is 
unloaded. When loading, cleaning, unloading or handling, always be sura lha mussie is 
pOJiited rrt a safe direction and always k&ep your fingers ofl the trigger. 
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6. NEVER iissum& any gun is urli>adad. Before handling this pfitol, remove Ihe magaaiiia 
aE'id reiract the bolt assembEy to check lor ariy amirio in the liriFig ch^niber. UnkieiclPng 
Inslruttions and iJien unJoatJ ai^y ammunitki-n. Make eure yeu know thal thie or any pi^tpt 
is 1uhy unloaded belore handling or display^^^g it When handling any firearm, keep your 
fingers away from the trigger at all times until you intend to lire Ihe weapon. 

7. WARNING: The actual firearm does noi oontain any lead; nowaver. ii does ilre amrnunilion 
conlaming load o-r load compounds known to tha State of California to cause cancer, blrm 
defects and/or reproduclfw towcily. Those who discharge a firearm, stand neaf someone 
who discharges a firearm or cleans liraarms are hereby warned oi ihe hazards and dangers 
presented by lead and. lead compeonds and should takp proiactiue health measures.. 



AMMUNITION WARNING 

Old. Hot-l-oadEd and/or re-loaded ^mmunitBOfi may ba dangerous. Because of the poor or 
RQne?(isteol qualdy control starxiards among some companies or people who mske reioaded 
ammuniliortand the darters ol o^^Noads and underioads {squib loads) which nay occur, we 
recommend thsi only good gualiSy new factory ammunitiori be tired in out lirEarms [II you 
prepare your own hand loads, do NGT BJ^ceBd recomrcB-ndEd prsHSures in lin* v/rth thos* 
generated by fitajidard laclofy loads as manufaclurad by Remington. Winchestef, Fedeial, 
Pf^^C or othaf raputatl^& compajiies.] Do NOT use -i-P Arr-mo cr Hign Vetbchy High PTassufe 
Ammunition (factory or h-and loaded} Oid ammunition may not lire with suttident tofc* to 
ejipel Ihe projectile tiom the barrel!. 



WARNINGS - READING THESE SAFETY 
RULES WILL SAVE YOUR LIFE OR THE 
LIFE OF SOMEONE ELSE 



Get insiTuotions tiom a competent firearms instfuclof botore Ihis or any tireeim. Learn 
from a professional howlo handle, load, unload, operate, fire and care 1or your gun. 

t4EVER PLAY with your firearm- It is not a toy but a. very da/ig&rous weapon that can caL*se 
serious personal injifry ot death, 

AlwayE keap the gun pointed in a safe direction Tr-eat every gun as if i1 ia loaded., ..all the 
lime. NEVER point any firearm Hoaded or unloaded) at any person or anylhing you do not 
intend to shoot Always keep yoer gun unloaded until ready to use and make sure that it is 
unloaded before cieanirig. 

Keep y-sur firigar OFF the trigger unrtiP you are actpeily airriing at the target and ready to shoot. 

Never /ely on a gun's "safety’’ Jo protect you from un&afe gun handltfrg. A safety is only a 
rr^chanical device, not a substitute forcomnnon and gun safety procedures. 

Never leave a gun unattended or where it could fall and lire. 

Store gt,»i 5 ^^^.d ^iriuriition separately beyond the reach of cJiildren 

Make sure thgl Jhey are properly secured so unt/ained individuals and s^fliildren 'will be denied 
access io your guns and ammo. 

Test your gun's operation and safeties ONLY at a shooting range white the firearm is pointed 
in a sate direction. 
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WARNINGS - READING THESE SAFETY 
RULES WILL SAVE YOUR LIFE OR THE 
LIFE OF SOMEONE ELSE 

Know your target and is bBypnd. AsK yourself whal your builEjt i,vi!l h]| if it misses ine 
target gr passes through the intend9d targel. Re mam bar. a fired b^jllet can trswel ovar a mile 
(Iwluding a fioochet) aud iscapaWe ol going Ihrougfi walls. 

<3una and aipphpl gr drugs do rot mk. Don'S any acoholic beverages and/or drugs 
before c-r during shcoting activities. 

Never poll a gon Seward ypu by the muzzle. Don't climb a tree, cross a dilch or fence with a 
loaded gum. 

Always &m.pty guns before erlering a house, car. truck, beet, RV, camp of any boiloing. 

V/hen racEMng a gun, always dpan the action and check to make sure is is unloaded. 

NEVER accept anyone's word that a gun ii "unloaded" or "omply". You should immediately 
operi the actiori and check to make sute it is unloaded 

Be careful wMli ALL ammunition. Even "blank" c-artddges are deadly at dcse range du& to the 
mLzzIft blast. Make sure your ammunition is in new end In good clean conditier. Do NOT oil 
or grease am me as this may damage the cartridge primer. Do NOT temper with or fitter the 
standard factor ammunilion. 

Keep tineanna unloaded when not actually in use. Load ihe gur^ orily when oji the range 
preparing to fire end unioed ft beiore leaving the range. 

Never pul your hand over the muizie ol a gun. 

ALWAYS WEAR proteclive shooting gtasaesand hearing ptoteclion wl>en using firearms. 

Spectators should be at least 1 0 1eet behind and away irom the shooler while the a hoots j is 
loading, shooting and unloading. Spectators stould wear protection tar hearing and signt 
loss and Ihey ahcuid evoid distracting those firing their weapons. 

Ngver cfarry a handgun in your pocket, purse of lucked in a bstt gr waistband. Use a pistol 
case Of a proper holster with safety flap or strap. 

Never drop your gun. It you rig drop rt, unload It and check il for proper -^jnetion beta re using 
It again. 

Don't aiier or nnodily your gun. Don’t try \q change your gun's trigger pull, because It may 
affect sear sngagernenl end thejeby oauee eiggjdental firing. 

Do not remove any internal safety or sataiy dgvipe on the firearm. Safety mechanisms are 
designed ro protect you from injury or cfaalh. 

Do maintain and keep your gun clean. Keep ir^! a d^y place away from other metals and water 
11 your gun shows sign of coETOsidr or imprppaf operation, have it serviced by a competenl 
gunsmith!. 

Kfiop the muzzle pointed In a safe dirflCtlon when loading and unloading yoLif gun. Never 
point th& muzzlQ at anyone. 

Never shoot al hard fiat surfaces or waler....byllets ricochet. 
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WARNING - READING THESE SAFETY 
RULES WILL SAVE YOUR LIFE OR THE 
LIFE OF SOMEONE ELSE 



If a gum fails 1 q fine wtien Ih* Irig^r is pul3&d. kfiep ll pointed do'^n rar^e at Ihe target for 3Q 
sBCandt. Sometinnes slow primer ignition will cause a ‘'hang Eire" and ihe cartridge will go off 
atisr a short pause. If ii still fails to fire, keep muzzle pointed in safe direcsiom and avoid 
Ej?poaure to Ihe breech, ae you attempt to unk^ad your fireami. 

Vinian loading a semi-aulomatic pistol, make -sure lha? the muEEls is panted in a safe direcijon 
md you are not esiposed to the breach and th& boll assambly's ejaclor port or top opening as 
you release ihe boU to travel forward. 

Never let .vater. snow, mud or other material enter liie barrel. 

Always ba sure tfi& barrel fe free of amy obsrructiofi. 

Singe many ammunllion Ident-ficfltions sound similar, ba aura that you u-sa only Ihe eorrect 
ammunilion ior your gun Do NOT use the wrori^ sisa or wroflg str&n^th arriiriunition in your 
firearm. 

Repeated and prolongad aKposure to gunlir* may reiull in tojtic levels of lead in your body. 

In additign, thera are risks of cancen im potency and birth defects. WHen shbdting irndoors. 
jnaka euro inero is proper venlilation 

TeacJi ohddran: 1 . NQT to touch guns, bullets, cartridges, shells or any explosive devce and 
2. II they discovery suofi a dangerous item or weapon, they rn^ust immediately repori its 
localton lo parents, school teacner and police-. 

Remember a firearm has tfift capability of taking your life or the life of someone else. Be 
c^re-lul with your firearm ■■ an accident is sinicsi the restjit of not folio wing basic safety 

rules. 

HOME EAFETY IS I^ROB ABLY YOUR BEOGEST CONCERN. We euggael tha following gun 
l^ 3 ck: P^astsr Gun Lock. II works on most Firearms and te available Jn gon shops and sporting 
goods departments. For mere informal ion wrllai PAaster Gun Locks: Master Lock Cempany, 
P.O. Bd^ 10367, Milwaukee. Wl. 53210. After all you have invesied thig rriijch in yeur new 
gun, ricw Invest a littia more In your family's safety. 

USED Firearms ■ it you go1 your European Amancan Amnory firearm as a used gun, 
BEFORE USING IT yOu should unload i1 and check all its functions to be sure it works 
correctly. Rrearms are Bome limss altered lo work mcornectly^ or parts may be removed, tost 
or replaced with inc<>rr*ct pane. Fit^t, unload it and check il youraell end than lake it to a 
good gunsrriilh who knows European Ameiicao Armory Banell ftraamns, and ha>i^ him 

EKdiiiina i!. 

WRITE US- concerning any itema or circumstancea which you don‘t understamJ and which 
might relate lo your safety and the Dptralion of your firearm. 



WARNING 

ANY BORE OBSTRUCTION, EVEN IF IT tS ONLY PARTLY BLOCKED. MAY CAUSE THE GUM 
TO BLOW UP IF IT IS FIRED, OR MAY CAUSE DAMAGE TO THE GUN SUCH AS A BULGED 
BARREL. TO AVOID INJURY OR DEATH TO THE SHOOTER OR BYSTANDERS, CHECK THE 
BARREL BEFORE SHOOTING Oft IF A SHOT DOES NOT SOUND NORMAL. 
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LOADING INSTRUCTIONS 

Ik At^fliys ■3'riginai Kigh qLFBity commercially manufaclured ammunition in conditiDn. 
Hollow pcint aniina can Eomelimes cause feeding problem^E in aenni-flutomatie pislols. If 
ycHj find one hmnd ihal works well, etich wilh rt. Avoid the use at military ayrplus, re- 
loaded. or h-ot load Ed ammo. European Air-erican Armory Coffp. Bssumes no rcsfponsi 5 i% 
for Incidents wKIch. occur through the use of cartndg-ss of rcKi-stondard dimangion or Itioae 
■devetoping excessive pressures 

2. Before bad in g be sure the pisio| is fully unFoad&d (See Unloading Insiructionsi an^l 
Safety Lever is ON cr forward. 

3. Depress the ma-gaiine relate buttem on iJie Jefl side just forWBrd pf the magazine and 
remove the magazine. 

4. Load Ihe inagazinc with cartridges by pushing Ihe canridge -down and sliding It rearward 
>^ith y-Dur thumb. 

Insert the magazind In the receive-i unl^l the magEizine catch it in the receiver with a 

dtek. Avoid siafinnilng the magazine into the pistol. Handle the magazine carefully when 
loading. Arry damage by dropping may bend th* magazine Ifcps which can cause 
misfeeding. 

6. To load the chnmber. first be sure ypur fingers are out cl the trigger guard, the gun is 
pointed in a safe dkectlon ar^d you me weerir^g eye & hearing piQt^llon. Holding the 
pistol grip, gr^sp the serrations on the guide lugs of tJha boltassEmbly wifti youf other 
hand and pul the bplt assemijly until It cannot iravel any fufthar, Release the boll nnd 
a]low rt Id go forward into tba -closad poa^on, As the boll assembly Ifivols forward, it wiFI 
ajtofnatjcally strip a cortrldge from the magazine lips and Insert rt into the firing dbambet:. 
WAPNIKQ Face away as boll ebses and never force the bad assembly cipsad 
WARNIN'G Your pistol now loaded and ready !□ tje. 

IMMEDtATELY MAKE SURE T>1E AMBIDEXTROUS SAFETY LEVER IS TURNED 
FORWARD. Al tha bottom of the trigger guard behind the ma-gagirte iis a harnmer cock 
indioetof pin When this pin is down, the firearm Is cocked and teady to ffre. When <he pin 
is up, flush with th^i trigger guard, flne hammsf ra not cockftd. 

7, IF YOU DO NOT WISH TO FIRE THE PISTOL AFTER LOADINGk UNLOAD IT IMMEDU 
ATELYk See LAnloading InsYeoiiop?. NEVER CARRY, HANDLE. OR CLEAN THIS 
PISTOL WITH A LOADED CARTRIDOE IN THE CHAMBER. EVEN WJTTf THE MAGA- 
ZINE REMOVED, THIS FIREARM WELL STILL FIRE IF A ROUND IS IN THE CHAMBER 
AND THE TRIGGER fS PULLED. 



WARNING 

Afwnys keep the muZ^ pointed In a safe dirsoEioni Nevei attempt to load or ur^bed any 
firearm inside a vehicle, building or othei confined space (except a properly c^inistructed 
shwting ranged Encloe&d efees frequently offer no completely direction In which to 
point the fireann If an accidentsl dtecharge occius, there is great risk of injury cr prop^fty 
damage. SeforE lDadir>g. always clean afl, greese and oil from the bore and chamber, and 
check to be certain lhat no obstrudicfi ie in the barrel. Any toieign matter in the barrel could 
result ii a bulged or bursl barrel or othef damage to the krearm and could cause sBfiojs 
injury Eo ihe shoolw or to others. 
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REAR SIGHT ADJUSTMENT 

Turn lha windage sight adjustment sOfsw ciockwise (this screw is located on 
lha right hand side of the rear sight), the rear sight blade will mova to the right. 
Turn the wirdage sight adjustment screw counter clockwise, the rear sight 
blade Mil mcve to ttie lefl. Turn the elevation sight screw elockwiss (this screw 
is located on top of tha rear sight), ths rear blade will tnove down, (urn the 
eievatiofi eight screw counter clockwise 1he rear blade will movB up. 
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UNLOADING INSTRUCTIONS 

1. ALWAYS your ftfearnt pcint^d in tii SAFE DIRECTJOI^. 

BE SURE THE SAFETY LEVER IS ON SAFE or point&d lorwflrd. 

3. P^esE ifie megazilW release ijutton or catcll arid remove ttie mag aifne from tha pistol. 
Ramovfll aJone ol Ihe mag nan e does NOT prevent ttiis pislol from firtng. ff a by He! Of 
round Is in the firing] eJuunber. thal rourid can slil be fired. 

4. UnilDad ih& firing -chambej by keeping the pistol pointed In a sale direczblDn. l<eep your 
fmger(s) outs5d& of the trigger guard and ofl the tiiggej. 

5. Full rhe bolt assembly {gripping the serrations] to lha r&af so ihat If-.e CKtractof can pull out 
any cartridge in tha chamber. Visual^ oheck to be aqrt that the cha-mbef m COrnpletoty 
empty and the canrjdga has oomplateiy exited Jhelineamn The barref may h4 checked by 
passing a cleaning fod Ihrough it. 



WARNING 

When you remote- Ihe magazine aPways ^louble check iha cheymber to insure you have 
completeJy unloflded this firearm. Since the trigger wilt opBrata without a magasine inserted, 
make sure thal (he safety fever Is ON SAFE or turnscf forward. 

FIRING INSTRUCTIONS 

1 . Befora firing, ch^Qk to be sura you have a infs target and backsttjp. #4e^er shoot at hard 
flat surfaces. Tpgks. water or anything thst rnighl make the bullet ricochet. Think about 
what you will hil if ynu mis? lha (argal Put on your eye hearing pratectien, 

2. Loa^f the mogaiine and chamber as discussed in (ha Leading Instructions. Keep the gun 
pomtad toward the target. 

3. Push backward the Safety Lever ln(o the FERE poertlon OFily when you are rCAdy to fire. 

4. Ofasp ihfl pistol by the ghp and kmp it forward away (rom the body. Nev&r place your 
hand in front of (he barfel el any lim*. Take aim by placing the front sight poot eXadiy 
between the iwo rear sight postE ar^d they are horiz-ontally in line. CareEully align the front 
sight and rear sight so that the top surfecep mate at the lower et e o’clock posittoh of llTift 
black porfron of the targei Squeeze the' trigger and the gun will lir^ After the first shot, 
the hammer will ooionriatjcally cock tor successive firing aad will be aidicaled by the 
hemmer indicator pin below the friggaf gunrd. A gentle M|Ufteze of the trigger is ^tlJ that ra 
necesEHry for succa^si^re Iking and is best fet accuracy. 

5. The pistof will Hr* one shot with every K]ueeze of the trigger until the magazine & #mpiy. 
When the guns Stops firing, take your finger off the trigger ind rotate the Safety Lw^ 
forward to the SAFE position. Rofncyi^e ihe magazir^e and reload it. insart :he Joaded 
imagarine Inlo the receiver until you hear it click. E*s Loading Instmclions. Then growing 
the sernsliohs of the boll assembly, pull back the bolt and lei It go. The bofr wiil close and 
autometioailly relc^d the chamber. When ready to fire, mov© the safety fever backward or 
OFF and fris prsteS fs ready to fire, ff you want to stop firing, immediately turn flhe ambidex- 
trous safety levtr forward in order to put the pistui on safe . Uilofld the firearm as stated m 
Uriloading Instructiori? 

WARNING 

If there ia einy reason to suspect that a bulfet or projectile is obstruoting the barrel. ImiTiadiatoly 
unload the fi'earm (See Unloading instructions) and check the firing diamber and iher bore. It 
IS not sufficient to merely retract the bofr and look at Ihe r&ar of the barf el tfirlrig chamber), A 
buliet may be lodged some distance down the barrel where it can not easily be seen. Check 
the bore hy using ^ cleaning rod to pass through th# barrel, [f a bullet is m the bore. Do NOT 
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ATTEMPT TO SHOOT IT OUT WITH ANOTHER CARTRIDGE, OH BLOW IT OUT WITH A 
BLANK CARTRIDGE OR A CARTRIDGE FROM WHICH THE BULLET HAS BEEN RE- 
MOVED. SUCH TECHNIQUE(S) CAN GENERATE EXCESSIVE PRESSURE, DAMAGE 
THE FIREARM AND CAUSE SERIOUS PERSONAL INJUHV. II (he bullal can ba removed 
with a cleaning rod. any unlHirnad powdar grains from ihe bora, chamber & cnechariisrri 
before resuming shdolir^ li Che bullet oan not be dislodged lapping It wlib a cleanirg rod. 
talrethE lirsarmto a gunerr^lth. 

WARNING (Mechanical Malfunctions) 

STOP SHOOTING IMMEDIATELY AND UNLOAD YQJH FIREARM It youf (Irearm develops: 

a m&chanicfll mafkjnctidn; binding or stoppage; spitting powder, -'gasi acariridge primer is 
purntured; 3. Cartridge ca£* is bulged or ruptured; or the sound on tiring does not somnd quite 
right. Do NOT try one more shot l>ut ur>load your firearrri and tehe ilr end the arnffiLinition to a 
gunsmith for examination. Do not assume that the pistnl is empty merely because the bolt 
tomaifis open. An uniired cartridge or a Eirgd c-artrrcigB case ^mmftd betweert tb& bolt and the 
barrel cen preuent the bolt 1ron^ dosing. Always look in the cfiamtaer to make s-jre^ Should h 
I jarn occur, clear It ae follows: 1 . point the muzzle in a safe direction, engage the safely and 

remove the magazine ^ 2. Pull tack the bolt end lock it to the rear by pushing ths bolt stop pin 
or button and 3. remove ihe jammed p^riridge or case by shaking the pistol or picking it out 
with yoor ftr^er^. 

DISASSEMBLY OR FIELD 
STRIPPING INSTRUCTIONS 

1h Unload the pistol. (See the Untoading Instruotions) 

CAUTION^ Simply removing the rjiaga^ine, does NOT untoad the chan^ber. If a cartridgE 
is still in the chamber, pl&lol can FIflE even wilh the magazine removed. 

2. Make supe the bolt is in fchB (onward positlo-n. 

3. Grasp the bolt locking support arsd puli ll sJigmty forward (Fig 5) and esaracl it gompletaly 
from the pistol , pulling it upward (Fig £). 

4. PuH the bolt back until the guide lugs are free of the receiver's guide slots. (Fig 7) Rotate 
Ihe guide lugs upward [Fig B) and pull the bc-lt gompletely cut o1 l^e 11 rearm. (Fig 

5. Disasserribty lo this poini is sufftciart for normal maintenance of this ptstot and ^ny further 
dissEBomhly should only b& done by a qualified gunsmith. 

DO NOT disassemble !ha pifilol any further or attempi to modify Itie inlemal workings of 
Ihis pistol. If is made of pradEion built components, assembled l&Sted to rigid spsdfica' 
lions. Erroneous re^assembly, modifeation oraitEiahon is exir&m&ly liazairdous and 
dangerous arxl will void Ihe repair warrarity of European Amerlean Armory Gorporeiton. 

ASSEMBLING THE PISTOL 

1 . Gras-p thR guide tugs [serrations) and insert the rear portion Of The bolt assombiy Into the 
receiver (Fig 13), making sure tl’filthe recoil spring slidEs under Ihe guard fastening pin 
inside iho r&oervsr. (Fig 14) 

£. Pull the bolt back by pushing on the guide lugs [Fig 1S). Align the guide lugs with the 
rec^i'i^r by rotating Ihe boll ttownwards (Fig T6) and insert Ihe lugs coitiplelelv into the 
slots. (Fig 17) 

3. Take the bolt locking support and place it in its ssal in ihe receiver. {Fig 16> Push it slightly 
backwards lo align ii properly in its seat (Fig 13-) and while keepir^ it aligned, press all the 
way down un1i| it snaps into rts proper assembled position. (£□) 
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CLEANING AND MAINTENANCE OF PISTOL 

1 . Materials needed to daen thie pistot sfe a pislol cleaning rod, cotton boro patches, hrasa 
bof0 brush, povvdej so^vanf, a smati sofi bTListi and good quality gun ori. 

£.. &dassemble (field strip) the pistol as discussed Jrv this Jnstructjork manual. 

WAHNINGl Lead or Sesd cQrrvpounda are }<nowri to the State of California lo causa tancef, 
birth defects and/or reprc<f u cliye Soxicsty. Thosa wbo clean firBarm-s should lake protecli^o 
rn^B^uree to a^'oid contaci or axposure to sucli chBmjcals- 

S. the bore brush with powder aoivert scrub itie barrel end chamber fo removo any 

powder and lepd residue Ip the bdfe. Secondly, swab the b-cre cotton patches 
soaked in solvent. Always and IflStfy, swab with eotfon patch with gun oil to coat and 
protect t^e bor&frofin rust and conrosion. 

4. Any powder lowing On t};<e receiver Or face of the bolt can be easily cleaned with b 

brush and p-owd-sf solvent 

5. All e;ctemQr surfaces should b« wip^d down with light coat of rust preventative. Avoid 
using 100 much oil as dust and/or debris can get trapped in the oil cfoating a gum that h 
lime will cause misfireE. 

e-. CAUTION in using solvents r gun bore eleanmg. Prolonged or e^^cess conlacl whh finish 
□r b^uino can damage the gun's finish. Se sure to wipe away all excess sotveni snd Ih^n 
lubricate with olL 

7. A gun should be doanad after firjng. In addrbon, parts should be wiped with an 

oiled doth after hiar^dling. A light ol is ordinarily dll that Is n«c«asary in dmnmg if the gun 
hfts not bs»n fir-ed or Sired very Bttle tf a gun is used frequently, it must be cleaned after 
each fring and r^ularly seruJced by a professiorial gunsmith, h ihe gun has -bB^n stored, 
ramave oil excess Oil and,ror grease belora firing. Always check to be sufe that ho cleaning 
palcfi « olher otstructfon remains in the bore or chamber before firing. 

NOTE 

II your boll ssems lo act sluggish or is moving slowly, than stop shooting and claan Ihs gun 

mechanism ar>d the barrel The MP35 luneflons peaSf level with regular maintenance. -See 

manuel for cleaning jnatructiona. 



SCOPE MOUNTS 



Tne top scops nr^ounl rail that io cul Into the rocsivgr is lor any 1 lmm of scope mounting 
system. Ttiere are off the sheff mounts from Taaoo that fit the 1 1 mm or 3/6" rail. For Mmm 
acBpes we suggest tha Taeco mounls and fot orie inch acppes we suggest Tasw? 797e 
rripurvt?. 

Jf you want a see thru mount, the Taeco number f&r a one inch scope mount is 7^c. 

IF you want a high mount Ihe Tasco number for a Mmm scops mount Is wc414an. 

Wfl suggest that you do not span the ef^clwn port with your scope. 

There are many other scope mounts manuJactured that Iff the 1 1 mm or 2/B'* top rait. sse your 
locBi deatsr for your Options. 

The lower rail on the forward portion of frie receiver is designed lor mounting a Tasco PDP4 
scope. 
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Wh^fi o-rd^ririig spara parrs, h is rBcommartded to menlion Pie following items: Cods - Description - Fflit Nw^bers ^ CshtiBr - f inishirjg 
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ciwtk anv work not performed by a gunsmith. 



When orderiiig s-pare pans, n i& racommended to menlion the rollovving items: Code - DeEO-np^ion - Part Numbers - Caliber - Fini&hing 
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check any wprk not porforrrtod by a gunsmith. 



When nfdHnn^ =p&r& psrt£, li i& recomrviendeid 1o mentkK^i 1he fr>llDwing Code - - P^atI Numbers - Caliber - F-hishing 
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chafiH any work no! performed by e gunEmith. 



